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BOD Agenda-2002-01-13 

American Society of Heating, Refrigerating and Air-Conditioning Engineers, Inc. 


PRESIDENTIAL AD HOC COMMITTEES 
2001-2002 Appointments 


CLIMA 2000 ASHRAE Advisory Committee (reports to the President) 

James E. Hill, Chairman 
Alberto C. Cavallini 
Raymond Cohen 
Douglas C. Hittle 
Gordon V. R. Holness 
Mark S. Menzer 

W. Stephen Comstock, Staff Liaison 


Commercialism Policy BOD Ad Hoc Committee (reports to the Board of Directors) 

Thomas H. Phoenix, Chairman 
James K. Vallort, Vice Chairman 
David J. Branson 
W. Stephen Comstock 
Kent W. Peterson 


IAQ 2001 Steering Committee (reports to Technology Council through Environmental Health Committee) 

William B. Rose, Co-Chair 
John A. Tiffany, Co-Chair 
George J. Benda 
Harriet Burge 
William J. Fisk 
David T. Grimsmd 
Hal Levin 
Philip R. Morey 
Andrew K. Persily 
Don B, Shirey III 
Kevin Y. Teichman 
Anton Terwolde 
Susan Womble 

Michael R. Vaughn, Staff Liaison 
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Presidential Ad Hoc Study Group on Health and Safety under Extraordinary Incidents 

James E. Woods, Chair 
Jack B. Buckley 
H. E. Barney Burroughs 
William J. Coad 
Michael E, Dillon 
George O Glavis 
Ralph F. Goldman 
Andrew Kitchens 
Andrew K, Persily 
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